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To  construct,  maintain  .T 

overhead  passageway,  ramp  or  ove  - 
pass  over  and  across  Broadway  in 
the  City  of  Fort  Wayne  (16)  ft. 
above  the  surface  of  the  street 
immediately  S.  contiguous  to  and 
parallel  with  the  S.  line  of  the 
Pennsylvania  Railroad  Company’s 
railroad  structure  over  Broadway  .and 
to  a width  of  not  to  exceed  (mj ) ft. 
southwardly  from  said  S.  lire  of  (said 
railroad  superstructure  and  cb'r  ect- 
.g  etc  . etc.  etc.  etc.  described  ^as 
follows  : 

That  part  of  the  Right-of-way  of 
the  Pennsylvania  R.R:.  Co.,  a corp. 
described  as  follows:  Begin  ‘ ng 
at  a point  n the  S.  line  of 
said  Right n of -way  four  ft . fro n 
the  east  building  line  of  Broadway 
in  said  City,  thence  45  ft.  north- 
easterly to  a point  12  ft.  E.  of  said 
building  line,  etc.  etc. 


AF PROVED- ADOPTED: 


Get.  16,  1936 


ROT . PROPERTY  OWNERS : Oc t . 17th-24t h * 36 


HE/-.  PING : Thurs  . Nov . 5, 
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D CL  . .Ox.Y  u.-  ,OLUTI 
NO.  634  - 1936 

WHEREAS,  Broadway  immediately  south  of  The 
Pennsylvania  Railroad  Company's  railroad  superstructure 
and  for  a considerable  distance  south  thereof  is  by 
reason  of  general  traffic  thereon  one  of  the  most  congested 
thoroughfares  in  the  City  of  Fort  Wayne  and  there  exists 
there  considerable  hazard  to  life  and  property  by  reason 
of  such  congestion,  and  that  such  congestion  is  greatly 
increased  by  the  intercommunicating  traffic  between  the 
portions  of  the  plant  of  the  General  Electric  Company 
on  either  side  of  Broadv/ay  at  said  point,  and  the  general 
travel  and  traffic  upon  Broadway,  both  vehicular  and 
palestrian,  is  many  times  during  each  day  blocked  and 
interfered  with  by  such  intercommunicating  traffic,  the 
removal  of  which  off  of  the  surface  of  Broadway  by  the 
construction,  maintenance  and  use  by  the  General  Electric 
Company  of  a private  overhead  passageway,  ramp,  or  over- 
pass over  and  across  Broadway  as  described  in  the  petition 
therefor  signed  and  filed  by  it  and  The .Pennsylvania 
Railroad  Company  would,  substantially,  relieve  said,,  traffic 
congestion  and,  substantially,  rbmove  said  traffic  hazard, 
and  the  construction  of  which  private  overhead  passageway, 
ramp,  or  overpass  would  be  beneficial  to  the  public  and 
would  not  be  detrimental  to  or  inconsistent  with  the 
free  use  of  the  easement  of  the  traveling  public  over 
said  Broadway,  and 

WHEREAS,  The  Pennsylvania  Railroad  Company, 
a corporation,  and  the  General  Electric  Company,  a corporation, 
organized  under  the  laws  of  the  State  of  New  York,  have 
heretofore  filed  with  this  Board  their  petition  for  permis- 
sion to  the  General  Electric  Company  to  construct,  maintain 
and  repair  a private  overhead  passageway,  ramp  or  overpass 
over  and  across  Broadway  in  the  City  of  Fort  Wayne  sixteen 
(16)  feet  above  the  surface  of  the  street  immediately  south 
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contiguous  to  end  parallel  with  the  south  line  of  the  Pennsylvania 
Railroad  Company’s  railroad  superstructure  over  Broadway 
and  to  a width  of  not  to  exceed  thirty  (50)  feet  southwardly 
from  said  south  line  of  said  railroad  superstructure  and  con- 
necting the  real  estate  of  the  petitioners  on  each  side  of 
Broadway,  and  of  reinforced  steel  construction,  THEREFORE: 

BE  IT  RESOLVED,  by  the  Board  of  Public  Works 
of  the  City  of  Fort  Wayne,  Indiana: 

1.  That  the  construction,  maintenance  and  repair  of 
said  private  overhead  passageway,  ramp  or  overpass  would  not 
be  detrimental  to,  nor  inconsistent  with  the  free  use  of  the 

C*'~ 

easement  of  the  public  in  said  Broadway  and  would  be  beneficial 
to  the  public  and  that  said  Board  desires  to  grant  said  peti- 

f 

tion: 

2.  That  said  petition  be  and  it  is  hereby  granted  and 
that  the  said  General  Electric  Company  be  and  it  is  hereby 
given  permission,  right  and  authority  to  construct,  maintain 
and  repair  a private  overhead  passageway,  ramp,  or  overpass 
over  and  across  Broadway  sixteen  (16)  feet  above  the 

surface  thereof  immediately  south  of  the  south  line  of 
The  Pennsylvania  Railroad  Company’s  railroad  superstructure  over 
Broadway,  contiguous  thereto  and  parallel  therewith  and  of  a 
width  not  to  exceed  thirty  (30)  feet  southwardly  from  said 
south  line  of  said ' railroad  superstructure  and  all  in  the 
manner,  on  the  conditions  and  of  the  material,  specifica- 
tions and  dimensions  more  fully  set  forth  and  described  in 
said  petition  and  in  the  preamble  hereto. 

3.  That  the  part  of  said  Broadway  that  is  affected 

by  and  wi 11  be  used  for  the  construction,  maintenance  and  repair 
of  said  private  ocerhead,  passageway,  ramp  or  overpass,  as 
described  and  set  forth  in  said  petition,  is  the  entire  width 


of  the  street  from  the  east  to  the  west  property  lines  thereof 
for  a distance  of  not  to  exceed  thirty  (30)  feet  south  of  the 
south  line  of  The  Pennsylvania  Railroad  Company’s  railroad  super- 
structure over  said  Broadway  and  that  part  thereof  sixteen  06) 
feet  above  the  surface  thereof. 

4*  That  the  real  estate  that  will  be  injuriously  or  bene 

ficially  affected  by  said  private  overhead  passageway,  ramp  or  over 

pass,  and  all  of  which  is  situate  in  the  City  of  Fort  Wayne,  in  the 

County  of  Allen,  State  of  Indiana,  is  described  as  follows: 

That  part  of  the  Right  of  Way  of  The 
Pennsylvania  Railroad  Company,  a corpo- 
ration, described  as  follows:  Beginning 

at  a point  on  the  south  line  of  said  Right 
of  Way  four  feet  from  the  east  building 
line  of  Broadway  in  said  City,  thence 
forty  five  (45)  feet  northeasterly  to  a 
point  twelve  (12)  feet  east  of  said 
building  line;  thence  eastwardly  parallel 
with  the  said  south  line  of  said  Right  of 
Way  six  hundred  forty  two  (642)  feet;  thence 
southwesterly  at  right  angles  twenty  seven 
(27)  feet  to  said  south  Right  of  Way  Line; 
thence  westwardly  six  hundred  seventy  five 
(675)  feet  to  the  place  of  beginning,  and 
which  is  now  held  by  said  General  Electric 
Company  under  lease  from  said  The  Pennsylvania 
Railroad  Company,  which  is  the  owner  thereof, 
and. 

That  part  of  said  Railroad  Right  of  Way 
beginning  on  the  south  line  thereof  four 
(4)  feet  east  of  said  Broadway  Building  Line 
thence  westwardly  four  (4)  feet  to  said 
Building  Line;  thence  northeasterly  thirty 
eight  (38)  feet  along  said  east  Building  Line 
of  Broadway;  thence  easterly  twelve  (12)  feet; 
thence  southwesterly  forty  five  (45)  feet  to 
the  place  of  beginning,  owned  by  The  Pennsylvania 
Railroad  Company,  a corporation,  and 
General  Electric  Company  lot  number  one  (1) 
as  recorded  by  your  petitioner  General 
Electric  Company  on  November  sixteenth 
1925  in  the  Recorder’s  Office  of  Allen 
County,  Indiana  in  Plat  Book  No.  12 
page  4,  owned  by  the  General  Electric 
Company,  a corporation,  organized  under  the 
laws  of  the  State  of  New  York, 

and 

Lots  numbered  One  (1)  and  two  (2)  in  Wall’s 


Addition  to  the  City  of  Fort  Wayne 
in  said  County,  and  which  is  owned  hy 
the  General  Electric  Company,  a corporation, 
organized  under  the  laws  of  the  State  of 
New  York. 

5.  That  the  fifth  day  of  November,  1936  at 

7:30  o1 clock  P.  M.,  be  and  the  same  is  hereby  fixed  as  the 
day  and  time  when  the  Board  will  receive  and  hear  remonstran- 
ces from  persons  interested  in  or  affected  by  the  construction, 
maintenance  and  repair  of  said  private  overhead  passageway, 
ramp  or  overpass  and  when  final  action  will  be  taken  confirm- 


BOARD  OF  PUBLIC  WORKS  OF  THE 


CITY  OF  FORT  WAYNE. 


The  Pennsylvania  Railroad  Company,  a corporation, 
and  the  General  Electric  Company,  a corporation  organized 
under  the  laws  of  the  State  of  New  York,  now  file  with  the 
Board  their  petition  for  permission  to  said  General  Electric 
Company  to  construct  and  maintain  a private,  overhead,  passage- 
way, ramp,  or  overpass  over  and  across  Broadway  connecting  their 
properties  on  the  east  and  the  General  Electric  Company's 
property  on  the  west  side  thereof  south  of  and  contiguous  to 
The  Pennsylvania  Railroad  Company's  railroad  superstructure 
over  Broadway  and  to  a width  not  in  excess  of  thirty  feet, 
which  petition  is  in  the  following  words: 

(either  copy  in  full  er*-b-y  H-»  I,  r-e-f^-r-e-nce 

and  the  Board  having  considered  said  petition  and  being  acquain- 
ted with  the  traffic  congestions  at  said  point  on  Broadway 
finds  that  the  petitioners  are  the  owners  of  all  of  the  real 
estate  on  the  east  and  that  the  General  Electric  Company  is 
the  owner  of  all  the  real  estate  on  the  west  side  of  Broadway 
and  abutting  thereon  for  a distance  of  thirty  (30)  feet  south 
of  the  south  line  of  The  Pennsylvania  Railroad  Company's  said 
railroad  superstructure  and  as  such  owners  are  the  owners  of 
said  Broadway  from  the  south  line  of  the  said  The  Pennsylvania 
Railroad  Company's  railroad  superstructure  south  for  a distance  in 
excess  of  thirty  feet  and  now  determines  that  such  private  oveg*- 
head  overhead  passageway,  ramp  or  overpass  would  not  be  detrimental 
to  or  inconsistent  with  the  free  use  of  the  easement  of  the 
public  in  said  street  and  would  be  beneficial  to  the  public, 
and  it  now  determines  that  it  desires  to  grant  said  petition, 
THEREFORE,  the  following  resolution  was  unanimously  adopted: 

(here  copy  resolution  in  full) 


TO  THE  HONORABLE  BOARD  OP  PUBLIC  WORKS  OP  THE  CITY  OP 
PORT  WAYNE: 

Your  petitioners,  General  Electric  Company,  a 
Corporation  organized  under  the  laws  of  the  State  of  New 
York,  and  The  Pennsylvania  Railroad  Company,  a Corporation, 
respectfully  r apresant  that  Broadway,  immediately  south 
of  the  latter’s  railroad  superstructure  over  the  same,  and 
for  a considerable  distance  south  thereof,  is  by  reason  of  gen- 
eral traffic  thereon  one  of  the  most  congested  thoroughfares 
in  the  City  of  Port  Wayne,  and  there  exists  there  considerable 
hazard  to  life  and  property  by  reason  of  said  congestion,  and 
which  congestion  is  greatly  increased  by  the  intercommunicating 
traffic  between  the  portions  of  the  plant  of  the  petitioner. 
General  Electric  Company,  and  that  the  general  travel  and  traf- 
fic upon  Broadway,  both  vehicular  and  pedestrian,  is  many 
times  during  each  day  blocked  and  interfered  with  by  such  inter 
communicating  traffic  and  your  petitioner  General  Electric 
Company  desires  and  is  willing  to  substantially  remove  all  of 
its  plant  intercommunicating  vehicular  traffic  off  of  the  sur- 
face of  Broadway  and  to  assist  in  the  relieving  of  such  general 
traffic  congestion  and  the  removal  of  such  hazard  off  of  said 
thoroughfare;  that  said  congestion  of  traffic  and  said  traffic 
hazard,  and  traffic  in  general  on  said  Broadway,  would  be 
relieved  by  the  construction  and  maintenance  by  your  petitioner 
General  Electric  Company  of  a private  overhead  passageway, 
ramp,  or  overpass  from  the  property  of  your  petitioners  on  the 
east  side  of  Broadway, namely:  That  part  of  the  Right  of  Way  of 
the  petitioner  The  Pennsylvania  Railroad  Company,  a corporation 
in  the  City  of  Port  Wayne,  Indiana,  described  as  follows: 
Beginning  at  a point  on  the  south  line  of  said  Right  of  Way 
four  feet  from  the  east  building  line  of  Broadway  in  said  City, 
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thence  forty  five  (45)  feet  northeasterly  to  a point  twelve 
(12)  feet  east  of  said  building  line;  thence  eastwardly 
parallel  with  the  said  south  line  of  said  Right  of  Way  six 
hundred  forty  two  (642)  feet;  thence  southwesterly  at  right 
angles  twenty  seven  (27)  feet  to  said  south  Right  of  Way 
Line;  thence  westwardly  six  hundred  seventy  five  feet  (675) 
to  the  place  of  beginning,  which  is  now  held  by  your  peti- 
tioner, General  Electric  Company,  under  lease  from  your 
petitioner.  The  Pennsylvania  Railroad  Company,  a corporation. 
That  part  of  said  Railroad  Right  of  Way  beginning  on  the 

south  line  thereof  four  (4)  feet  east  of  said  Broadv/ay  Build- 
ing Line  thence  westwardly  four  (4)  feet  to  said  Building 
Line;  thence  northeasterly  thirty  eight  (38)  feet  along  said 
east  Building  Line  of  Broadway;  thence  easterly  twelve  (12) 
feet;  thence  southwesterly  forty  five  (45)  feet  to  the  place 
of  beginning  and  both  of  which  tracts  are  owned  by  your 
petitioner.  The  Pennsylvania  Railroad  Company,  a corporation 
and  General  Electric  Company  lot  number  one  (1)  as  recorded 
by  your  petitioner  General  Electric  Company  on  November 
sixteenth,  1925  in  the  Recorder’s  Office  of  Allen  County, 
Indiana  in  Plat  Book  No*  12  page  4 and  owned  by  your  peti- 
tioner General  Electric  Company, over  and  across  Broadway  to 
the  property  of  your  petitioner,  General  Electric  Company 
on  the  west  side  thereof,  namely:  Lots  numbered  one  (l) 
and  two  (2)  in  Wall’s  Addition  to  the  City  of  Port  Wayne 
in  said  County  owned  by  your  petitioner.  General  Electric 
Company  and  immediately  south  of  and  contiguous  to  the 
superstructure  on  Broadway  over  the  The  Pennsylvania  Railroad 
Company’s  Right  of  Way  with  a clearance  of  not  less  than 
sixteen  (16)  feet  above  the  surface  of  the  street  and  to  a 
v/idth  of  not  in  excess  of  thirty  (30)  feet,  the  construction 
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and  maintenance  of  which  private  overhead  passageway,  ramp, 
or  overpass  would  he  beneficial  to  the  public  and  would 
not  be  detrimental  to,  or  inconsistent  with,  the  free  use 
of  the  easement  of  the  traveling  public  over  said  Broadway. 

Your  petitioners  further  represent  that  they 
are  the  sole  owners  of  all  of  the  real  e state  immediately 
abutting  on  both  sid  s of  that  part  of  Broadway  over  which 
said  private  overhead  passageway,  ramp  or  overpass  would 
cross  and  as  such  owners  are  the  sole  owners  of  that  part 
of  the  street  over  which  said  private  overhead  passageway, 
ramp,  or  overpass  would  cross,  subject  only  to  the  ease- 
ment  of  the  public  therein  and  for  proper  highway  purposes, 
and  as  the  owners  of  said  abutting  real  estate,  and  as 
such  also  the  owners  of  that  part  of  said  street  under  such 
proposed  overhead  passageway,  ramp,  or  overpass,  request 
that  permission  be  given  the  petitioner^  General  Electric 
Company  to  construct  over  and  across  Broadway  with  a 
clearance  of  not  less  than  sixteen  (16)  feet  above  the 
surface  of  the  street  and  to  a width  not  in  excess  of 
thirty  (30)  feet  a private  overhead  passageway,  ramp,  or 
overpass  over  and  across  Broadway,  immediately  south  of, 
contiguous  to  and  parallel  with  the  superstructure  now  main- 
tained by  The  Pennsylvania  Railroad  Company  over  Broadway 
and  connecting  the  abutting  real  estate  so  owned  by  your 
Petitioners  on  both  sides  of  said  Broadway,  and  all  in 
accordance  with  plans  and  specifications  therefor  to  be 
hereafter  approved  by  your  Honorable  Board  and  left  on 
file  in  your  office,  subject  to  any  changes  in  the  detail 
plan  of  construction  that  may  be  made  by  your  Honorable 
Board  and  the  same  to  be  constructed  under  your  r egulation 
and  control. 

Your  petitioner.  General  Electric  Company, 
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represents  that  if  such  permission  is  granted,  said  private 
overhead  passageway,  ramp  or  overpass  wl 11  be  constructed 
of  steel  and  reinforced  concrete  construction  and  will  be 
of  sufficient  structural  strength  and  adequate  to  carry 
any  maximum  load  that  may  be  placed,  carried  or  transported 
thereon  or  over  the  same  of  any  kind  or  character  and  in 
any  manner  whatsoever  and  will  be  constructed  in  accordance 
w.  th  and  as  provided  in  said  plans  and  specifications,  and 
which  for  identification  will  be  signed  by  your  petitioner, 
General  Electric  Company  and  will  be  maintained  by  your 
petitioner.  General  Electric  Company,  in  a firstclass  condition 
and  state  of  repairand  your  petitioner,  General  Electric 
Company  will  prevent  the  same  from  becoming  obnoxious  or  un- 
sightly in  appearance. 

Your  petitioner.  General  Electric  Company,  will 
not  in  the  construction,  maintenance  and/or  repair  of  said 
passageway,  ramp  or  overpass  allow  or  permit  any  unnecessary 
interruption  by  reason  thereof  in  the  moving  of  street  railway 
traffic  upon  Broadway,  either  day  or  night,  and  will  take  all 
necessary  precaution  to  prevent  any  damage  to  either  person 
or  property  from  such  construction,  maintenance  or  repair. 

Your  petitioner.  General  Electric  Company,  will 
prosecute  said  work  in  such  manner  as  to  cause  the  least  un- 
necessary interruption  and  inconvenience  to  the  traveling 
public  generally,  and  will  cause  proper  danger  warnings  to 
be  placed  of  the  prosecution  of  said  work  by  the  placing  of 
proper  barricades  and  warning  signs  in  the  daytime  and  between 
sundown  and  sunrise  will  maintain  proper  red  light  warnings. 

Your  petitioner.  General  Electric  Company  further 
represents  that  it  will  protect  and  save  the  City  of  Port 
Wayne  harmless  from  any  loss,  cost,  damage,  expense  and/or 
attorney  fees  growing  out  of  or  connects!  with  the  construction, 
maintenance  and/or  repair  of  said  passageway,  ramp  or  over- 
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pass  and  will  save  said  city  harmless  from  the  payment  of  any 
such  loss,  cost,  damage,  expense  and/or  attorney  fees  caused  by 
or  growing  out  of  any  injury  or  damage  to  any  person  or  property 
by  reason  thereof  and  will  defend  at  its  expense  any  action 
that  may  be  begun  against  said  City  to  recover  any  such  loss, 
damage,  expense,  cost  and/or  attorney  fees  and  will  pay  any 
judgment  that  may  be  rendered  against  said  City  in  any  such 
action,  reserving,  however,  its  right  to  appeal  from  any  such 
judgment  if  it  so  desires  either  in  its  name  or  the  name  of 
said  City;  providing,  the  summons  served  upon  said  City  in  any 
such  action  is  delivered  to  the  petitioner.  General  Electric 
Company  at  its  office  in  said  City  previous  to  the  return  date 
mentioned  therein. 


their  names  to  be  subscribed,  and  their  corporate  seals  to 
be  affixed,  hereto  this  16th  day  of  October,  1936. 


IN  WITNESS  WHEREOF  your  petitioner  shave  caused 


GENERAL  ELECTRIC  COMPANY 


Vice-President 


THE  PENNSYLVANIA  RAILROAD  COMPANY, 
A CORPORATION 


